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Message Text 


PAGE 01 STATE 179839 
71 

ORIGIN SS-25 

INFO OCT-01 ADP-00 CCO-OO SSO-OO NSCE-00 /026 R 

DRAFTED BY ARA : H WSHL AUDEM AN : C JS 
9/10/73 X23542 

APPROVED BY ARA:HWSHLAUDEMAN 
ARAiJBKUBISCH (SUBSTANCE) 

OPNAV:CAPT MZETTEL (SUBSTANCE) 

S/SO: KKURZE 

055832 

Z 1 10016Z SEP 73 ZFF6 

FM SECSTATE WASHDC 

TO AMEMBASSY SANTIAGO FLASH 

INFO AMEMBASSY LIMA FLASH 

DOD FLASH 

CNO FLASH 

CINCLANTFLT FLASH 

USCINCSO FLASH 

COMSOLANT FLASH 

USNAVSO FLASH 

SECRET STATE 179839 

EXDIS 

E.O. 11652: GDS 
TAGS: Cl, PFOR, US, MILI 
SUBJECT: UNITAS XIV 

REF: SANTIAGO 4075 

FOR AMBASSADOR 

1. WE BELIEVE YOU ARE IN BEST POSITION TO DETERMINE PROS 
AND CONS OF PROCEEDING WITH UNITAS AND WE CONCUR IN 
JUDGMENT SET FORTH REFTEL. 

2. FROM HERE MOST SENSITIVE FACTOR APPEARS TO BE SCHEDULED 
0900 HOUR DEPARTURE FROM LIMA OF P-3 AIRCRAFT. YOU SHOULD 

SECRET 

PAGE 02 STATE 179839 

REVIEW SITUATION EARLY TOMORROW MORNING AND IF NO 
SIGNIFICANT CHANGE HAS OCCURRED RECONFIRM BY IMMEDIATE 
MESSAGE TO CHARGE BARNEBY IN LIMA THAT AIRCRAFT MAY PROCEED. 
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3. FOR BARNEBY. FOR PLANNING PURPOSES YOU MAY ASSUME THAT 
AIRCRAFT WILL DEPART ON SCHEDULE. TAKEOFF SHOULD NOT 
REPEAT NOT TAKE PLACE HOWEVER UNTIL CONFIRMING MESSAGE 
RECEIVED FROM AMBASSADOR DAVIS. RUSH 

SECRET 


« END OF DOCUMENT » 
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Message Attributes 


Automatic Decaptioning: Z 
Capture Date: 10 MAY 1999 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MILITARY EXERCISES, NAVAL SHIPS, FOREIGN POLICY POSITION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 SEP 1973 
Decaption Date: 28 MAY 2004 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: collinpO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 79839 

Document Source: ADS 

Document Unique ID: 00 

Drafter: ARA:HWSHLAUDEMAN:CJS 

Enclosure: n/a 

Executive Order: 1 1 652 GDS 

Errors: n/a 

Film Number: P75001 4-0973 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730963/abqceinr.tel 

Line Count: 61 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ACTION LIMA 
Original Classification: SECRET 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: SECRET 

Previous Handling Restrictions: EXDIS 

Reference: SANTIAGO 4075 

Review Action: RELEASED, APPROVED 

Review Authority: collinpO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 16 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16-Jan-2002 by boyleja>; APPROVED <27 FEB 2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: UNITAS XIV 

TAGS: PFOR, MILI, MOPS, Cl, US, UNITAS XIV 

To: SANTIAGO FLASH INFO LIMA FLASH 

DOD FLASH 

CNO FLASH 

CINCLANTFLT FLASH 

USCINCSO FLASH 

COMSOLANT FLASH 

USNAVSO FLASH 
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Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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